To:  R7  SUPR[R7_SUPR@epa.gov];  R7  CNSL-SPFD[R7_CNSLSPFD@epa.gov];  R7  RGAD- 

OPA[R7_RGADOPA@epa.gov];  R7  PLMG-FMSS[R7_PLMGFMSS@epa.gov] 

From:  Hays,  Marilyn 

Sent:  Thur  8/1 3/201 5 8:29:48  PM 

Subject:  FW:  SEMS  Release  1 .7/3.10  Production  Deployment  - CANCELLED 


Please  see  updated  message.  Thank  you. 


From;  Wells,  Nannita  On  Behalf  Of  SEMS  ReferenceDesk 
Sent:  Thursday,  August  13,  2015  2:32  PM 
Cc:  SEMS  ReferenceDesk 

Snbject:  SEMS  Release  1.7/3.10  Production  Deployment  - Cancelled 


SEMS  Users; 


The  SEMS  1.7  deployment  scheduled  to  begin  tonight  is  eancelled.  This  change  in  deployment 
schedule  is  necessary  in  order  to  ensure  aeeess  to  the  SEMS  Production  environment  this 
weekend  in  support  of  the  continued  response  to  the  Gold  King  Mine  situation.  We  will  work 
with  NCC  to  reschedule  the  deployment  as  soon  as  possible.  We  apologize  for  any 
inconvenience,  and  appreciate  your  patienee  and  understanding  regarding  the  cancellation. 


US  EPA  Headquarters  (S-4672) 
SEMS  Reference  Desk 
SEMS  Hotline:  (866)215-3736 
SEMS_ReferenceDesk@,epa.gov 
TOPO:  Phillip  Starke 


I have  been  tasked  by  OSRTI/IMB  to  send  this  information/request  and  receive  your  replies. 
Please  contact  the  SEMS  Reference  Desk  directly  at  (866)215-3736,  by  email  at 
SEMS_ReferenceDesk@,epa.gov,  or  contact  Phillip  Starke  at  (703)347-01 14  or  William  Bushee 
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at  (703)603-8963  if  you  have  any  questions  or  comments. 
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